DOCKETED ITEMS     209

9203200262 Revised Emergency Plan Implementing Procedures OEPP02-ZA-0002 rev
8,OEPP02-ZA-0004,rev 3,OEPP02-ZA-0023,rev 5 & OEPP02-ZA-0024,rev 3 & voided
procedures  OEPP02-ZA-0003,   OEPP02-ZA-0006.0EPP01-ZA-0034  &  OEPP01-ZA-
0038.W/920311 Itr.
JUMP.W.J. Houston Lighting & Power Co. 92/03/11. 116pp. 61069:175-61069:288.

9203230146 Summary of 920221 meeting w/util at Region IV ofc re activities authorized
by licenses NPF-76 & NPF-80.Staff in agreement w/licensee position in all cases
except issues of issuance of vital area keys.

BEACH.A.B. Region 4 (Post 820201). 92/03/16. HALL.D.P. Region 4 (Post 820201)
21pp. 60984:338-60984:358.

9203270070 Ack receipt of 920210 petition filed under 10CFR2.206 re request for NRC
to institute show cause proceeding per 10CFR2.202 & take immediate & swift actions
in areas of physical security.maint activities & compliance w/TS.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
24. SAPORITO.TJ. Saporito, T.J. 3pp. 61109:265-61109:272.

-9203270074 Notice of receipt of petition for director's decision under
10CFR2.206.Petitioner requests that NRC institute show cause proceeding per
10CFR2.202 & take swift & immediate actions in areas of physical security & maint
activities.

MURLEY.T.E, Office of Nuclear Reactor Regulation, Director (Post 870411)  92/03/
24. 2pp. 61109:268-61109:272.

J. Insurance & Indemnity Information

9203310165 Lists property insurance coverage in force at facilities,
JUMP.W.J. Houston Lighting & Power Co. 92/03/26. Document Control Branch (Doc-
ument Control Desk). 2pp. 61207:052-61207:053.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misoosi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203090076 Forwards amends 33 & 24 to licenses NPF-76 & NPF-80, respectively &
safety evaluation.Amends change app A TSs by decreasing min vol for auxiliary feed-
'water storage tank to 485,000 gallons.

DICK.G.F. Project Directorate IV-2. 92/02/25. HALL.D.P. Houston Lighting & Power
Co. 2pp. 60839:241-60839:254.

-9203090106 Amends 33 & 24 to licences NPF-76 & NPF-80,respectively, changing
app A TSs by decreasing required min vol for auxiliary feedwater storage tank to
485,000 gallons.
BLACK.S.C. Project Directorate IV-2. 92/02/25. 9pp. 60839:243-60839:251.

-9203090131 Safety evaluation supporting amends 33 & 24 to licenses NPF-76 & NPF-
SO.respectlvely.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 3pp.
60839:252-60839:254.

9203060050 Ack granting of temporary waiver of compliance to facility, from provisions
of TS 3.7.4, "Essential Cooling Water Sys," allowing licensee to exceed associated
LCO time requirement w/less than three operable essential cooling water loops.
BEACH.A.B. Region 4 (Post 820201). 92/03/02. HALL.D.P. Houston Lighting & Power
Co. 4pp. 60803:213-60803:220.

9203110042 Requests temporary waiver of compliance from TS 3.7.4 & 3.7.14 to permit
outage time for one train of essential cooling water sys & essential chilled water sys
to be extended for addl 24 h to 96 h.

KINSEY.W.H. Houston Lighting & Power Co. 92/03/04. Document Control Branch
(Document Control Desk). 5pp. 60897:114-60897:118.

9203090144 Informs that response to generic Itr 91-11 re resolution of generic issues
48.LCO for class 1E vital Instrument buses & 49 re interlocks & LCDs for class 1E tie
breaker, acceptable.

DICK.G.F. Project Directorate IV-2. 92/03/05. HALL.D.P. Houston Lighting & Power
Co. 2pp. 60839:239-60839:240.

9203120246 Forwards Relief Request RR-ENG-11 from Section XI of ASME Boiler &
Pressure Vessel Code for hydrostatic testing of Class 3 pressure-retaining compo-
nents of Essential Cooling Water Sys.

ROSEN.S.L. Houston Lighting & Power Co. 92/03/05, Document Control Branch
(Document Control Desk). 6pp. 60930:001 -60930:006.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Statlon),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012.

9203300179 Forwards amends 34 & 25 to licenses NPF-76 & NPF-80, respectively &
safety evaluation.Amends revise Tech Specs by eliminating requirement for power
range neutron flux negative rate trip (NFRT).

DICK.G.F. Project Directorate IV-2. 92/03/12. HALL.D.P. Houston Lighting & Power
Co. 3pp. 61168:001-61168:032.

-9203300162 Amends 34 & 25 to licenses NPF-76 & NPF-80,respectively, changing
Tech Specs by eliminating requirement for power range neutron flux negative rate trip
(NFRT).
BLACK.S.C. Project Directorate IV-2. 92/03/12. 26pp. 61168:004-61168:029.

-9203300189 Safety evaluation supporting amends 34 & 25 to licenses NPF-76 & NPF-
SO.respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/12. 3pp.
61168:030-61168:032.

9203260013 Rev 9 to chapter 2.0 of QA program for South Texas Project Electric Gen-
erating Station.Marked-up Rev 7 encl.

*  Houston Lighting & Power Co. 92/03/17. 9pp. 61128:036-61128:044.

9203260168 Concludes revised inservice testing programs acceptable for implementa-
tion.

BLACK.S.C. Project Directorate IV-2. 92/03/19. HALL.D.P. Houston Lighting & Power
Co. 3pp. 61114:136-61114:138.

9203270070 Ack receipt of 920210 petition filed under 10CFR2.206 re request for NRC
to institute show cause proceeding per 10CFR2.202 & take immediate & swift actions
in areas of physical security.maint activities & compliance w/TS.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
24. SAPORITO.T.J. Saporito, T.J. 3pp. 61109:265-61109:272.

-9203270074 Notice of receipt of petition for director's decision under
10CFR2.206.Petitioner requests that NRC institute show cause proceeding per
10CFR2.202 & take swift & immediate actions in areas of physical security & maint
activities.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
24. 2pp. 61109:268-61109:272.

Q. Inspection reports, IE Bulletins & correspondence

9203050010 Responds to violations noted in Insp Repts 50-498/91-32 & 50-499/91-
32.Corrective actions:access control procedure revised.

JUMP.W.J. Houston Lighting & Power Co. 92/02/14. Document Control Branch (Doc-
ument Control Desk). 4pp. 60852:081-60852:085.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002. "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037  NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. or New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203030179 Responds to NRC 920226 Itr re violations noted in insp rept 50-498/91-35
& 50-499/91-35 on 920127.Corrective actions: bulletin issued to plant personnel de-
scribing each individual responsibility.

JUMP.WJ. Houston Lighting & Power Co. 92/02/26, Document Control Branch (Doc-
ument Control Desk). 5pp. 60802:095-60802:099.

9203030292 Responds to NRC 920129 Itr re violations noted in Insp Rept 50-499/91-
SO.Corrective actionsilocal leak rate testing surveillance procedures for RCP oil supply
& return lines will be revised to provide signoff step.

JUMP.W.J. Houston Lighting & Power Co. 92/02/26. Document Control Branch (Doc-
ument Control Desk). 4pp. 60819:154-60819:157.

9203040036 Forwards insp rept 50-498/91-34 & 50-499/91-34 on 911221- 920201 &
notice of violation.Violation represents less than complete understanding of tech spec
containment integrity requirements by broad range of personnel.
BEACH.A.B. Region 4 (Post 820201). 92/02/26. HALL.D.P. Houston Lighting & Power
Co. 4pp. 60767:063-60767:091.

-9203040053 Notice of violation from insp on 911221-920201.Violation noied:failure to
maintain containment integrity during removal of steam generator C shell side hand
hole cover.

*  Region 4 (Post 820201). 92/02/26. 2pp. 60767:067-60767:068.

-9203040069 Insp repts 50-498/91-34 & 50-499/91-34 on 911221-920221. Violations
noted.Major areas inspected:p|ant status.followup of written repts,corrective actions &
events.operational safety.periodic maint & surveillance observations.
HOWELL.A.T. Region 4 (Post 820201). 92/02/21. 4pp. 60767:069-60767:091.

9203040118 Forwards insp repts 50-498/92-01 & 50-499/92-01 on 920127-31.No viola-
tions or deviations noted.

BEACH.A.B. Region 4 (Post 820201). 92/02/27. HALL.D.P. Houston Lighting & Power
Co. 3pp. 60767:203-60767:220.

-9203040124 Insp repts 50-498/92-01 & 50-499/92-01  on 920127-31.No violations
noted.Major areas inspected: licensee self-assessment & corrective action processes
& followup of previously identified insp findings.
STETKAJ.F. Region 4 (Post 820201). 92/02/24.14pp. 60767:207-60767:220.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.pp. 61106:039-61106:049.
